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To: "Mallios, Jenny H" @ PC_LAN_Users .USIA 

PlMWil fr^'Pifi- Carol 
Subject: Dews-Miller 
Date: 11/17/97 Time: 4:22PM 

Dated Nov. 14 and received today — MSPB denied appelant 's petition for review of initial decision of May 
2, 1997. Does not meet criteria for review. Submission of 7/16 was untimely filed and not considered. 
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